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XCVL Minutes of the Obferoation of the 
Tranjit of Venus over the Sun^ the 6th of 
June iy6ij taken at Calcutta in Bengal, 
Latitude 22^ 30', Longitude Eaji from 
London nearly 92^: communicated from 
the Court of DireSiors of the Eaft India 
Company, by Charles Morton, M. D. 

^' ^* ^* h / /f 

jieadNov*4, rnpiHE appulfe uncertain,! g 

The center of Venus on the Sun's limb 8 16 35 

The interior contaft at the ingrefs - - 8 24 40 

Interior con tad: at the egrefs - - - 21555 

Center of Venus on the Sun's limb at! 2 2A o 
the egrefs --.------] ^ 

Total egrefs -•--.---- 2320 

The above obfervations were minuted from a ftop- 
watch of Mr. Eilicott's, having no pendulum-clock 
or time-piece. 

The weather being cloudy for feveral days before 
that of obfervation, there was no opportunity of af- 
certaining the error of the watch ; but, on the day of 
obfervation, I found, upon comparing the watch with 
a meridian line in the town-hall, that when the cen- 
ter of the Sun*s image was on the meridian line, the 
time pointed by the watch was 4' i o^^ paft twelve. 

Comparing the watch the 7th, 8th, and 9th June 
with the meridian line, I found it had gained nearly 
two minutes each day, the time pointed by the watch 
on the 9th June being 10^ 5^^^, when the Sun was on 
the meridian. 

I It 
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It took about 5'^ to wind the watch up every day, 
which I carefully obferved ; from the aforegoing re- 
marks I have made the following corredions. 

h / // 
Centre of Venus on the Sun's limb at i q ^ ^ ^ ^ 

mgrefs ---------J ^^ 

Interior conta<ft at the ingrefs - - - 82058 
Interior contad at the egrefs - - - 2 1 1 34 
Centre of Venus on the Sun's limb at 1 g 

the egrefs --------j 93 

Total egrefs -• — 2 27 38 

And if the fame time be allowed for the 
firft femidiameter of the planet com- 
ing on as the other three, it muft have J^ 6 22 48 
commenced at 8^ 4' 50'^ fo that the 
total duration was •--«-- 

William Magee. 
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